
Behind these beautiful homes 


nt Door. 

































Opens the way 


1ERICA S FINEST 
'BASEMENT DOOR 


to better living 






Discover the added sales appeal of homes with basements 
preplanned for recreation, hobbies and storage. Install direct 
access with Bilco Basement Doors and Stair Stringers. 

A modern Bilco Basement Door costs so little, yet makes a 
world of difference in basement value for your buyers. It 
sheds water, is neat and trim in appearance, and ruggedly 
built for long service. Torsion/cam door operators afford 
smooth, easy operation and both doors are equipped with 
hold-open safety catches that engage automatically when 
doors are opened. 


The Bilco Basement Door 


overlapping flanges 


heavy duty 
concealed hinges 

slide lock 


brtuiriOAi lUNb: Bulkhead door to basement shall be Bilco Size (and size of 

extension if required) with Size_Bilco Stair Stringers (and Size E extension if 

required). Door and Stringers shall be packaged assemblies available from lumber 
and building supply dealers. Basement Door assembly shall be fabricated of .090 - 
.100 thickness steel. Basement Door (and extension if specified) shall have 
flowcoated and baked on factory prime finish and shall be furnished complete with all 
hardware assembly bolts and anchors for securing to masonry. Stringers shall be 14 

hall provide nails for securing to masonry 
vith manufacturer's instructions. Painting 
(color) alkyd metal enamel or exterior 


r torsion/cam 
door operators 

automatic hold-open 
safety catches 


contractor shall apply finish coat of 
grade acrylic latex paint. 


heavy gauge steel 
(.090-.100 thickness) 

baked-on flow coat 
prime finish 
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+ Run plus IVs" Nosing bn Bottom Tread 


Inside Vertical Door 


Bilco Stair Stringer 


Fig 1 si- 
with Bill 
treads. 

In basements where the distort) 
top of the finished floor to the tt 
foundation wall exceeds 7'77a 


vs typical areetfi 
Stair Stringers ai 


Foundation 

Wall 


/from the 
of the 
ottom step 
indation wall 
the stairwell 
ioff - allows a shorter 
•a headroom of 
lended minimum. 


2" x 10" 
Wood T reads 


Bilco Stair Stringer 


Concrete 
Step \ 

Finished 
Basement 
Floor v 


Area way Floor 
May Be Here 


(See Fig 2). This constr 
areaway while provid 
6'2", which istherecoi 


Areaway Floor 


2" x 10" 
Wood Treads 


Inside Vertical Door 


Planning for the 
basement entrance 


JCO 


AMERICA S FINEST 
BASEMENT DOOR 


- the information needed to incorporate a Bilco 5c$emen+ Doo- n 
. new home As the first step in planntrlgforaaico Doc* determine what 
leight the grade at the areaway will be above ms f-s-ea basen-em 
loor. In the first column of the table below, findthe rarge in wh»ch mu 
grade height falls. Then, read across to find ttte inside dhneS om of the 
areaway (as shown in the drawindat left) qrtd m e size o' me BUto Occ* 
and Stair Stringers (and Extensions, Kany) required. Dime-" ?o-n$ and ship- 
ping weights of Bilco Doors Stair Stringe«£fid Extepsfbns are diown on 
the next pagejheareaway should be bfiiiTHTFie same time as *ne main 
foundation of tfiefioose, and the same type ohsonstrucftoa jnctudina 
footings should be employed. ^ 


Height of Grade 

Above Finished 
Basement Floor 

Will Be: 

Build Areaway to Use This 

These (Inside) Dimensions: Bilco Door and 

(See Drawing Above) Extension 

Use These Bilco 

Stair Stringers 
and Extensions 

- 1 

Stringer Unit Has 

X &UMse. 8W Run 
and I'Ve" Nosing 

H* 

L 

w 

Door 

Size 

Extension 

Size 

(Size E Extension 

Has 3-Tread Run) 

(See Drawings Below) 

{ TreacJ^ln 

« AreaWay 

Run + in 
Areaway 

2' 0" to 2' 7"t 

2 '9" 

3U-". 

3'8" 

SL 

None 

(Not Available) 

- / _ 

3 

2' 2 V 4 " 

2' 8" tc 3' 3" 

3' 5V4" 

3' 4" 

3'8" 

SL 

None 

sy / 

4 

2' 10W 

3’ 4" to 3' 11" (See Fig 2) 

4' IV 2 " 

3'4" 

' 3'8” 

51 

V None 

SL 

4 

2 105/8" 

4 <r to 4 - rtt 

4' WV 

-- ■ 

4 6* 3’ r 

O 

None 

L 0 

6 

4' 33/8" 

4' 8” to 5' 4"tt 

5' 6" 

5cr 

3 '8T 

B \ 

None 

B 

A 

7 

4' IIW 

5' 5" to 6' 0" 

6' 2V4" 

5'8" 

4’ 0" 

C 

\ None 

C 

/ 

8 

5' 8Ve" 

6' 1” to 6’ 8" (See Fig. 2) 

6' IOV 2 " 

5' 8" 

4' 0" 

C 

Npne 

F / 


8 

5' 8Ve" 

6' 1" to 6' 8" 

6' IOV 2 " 

6'8" 

4' 0" 

C 

12" ^ 

O + E 

j 

9 

6'4V 2 " 

6'9" to 7' 4" (See Fig. 2) 

T 6 3 / 4 " 

6' 8" 

4' 0" 

C 

12" 

O + E 

9 

6' 4V 2 " 

6' 9" to T 4" 

T 63/4" 

T 2" 

4' 0" 

C 

18" 

1 


10 

T 0 7 /s" 

T 5" to 8’ 1" (See Fig. 2) 

8'3" 

T 2" 

4' 0" 

c 

18" 

B + E 

10 

7' 0 7 /e" 

T 5" to 8'1" 

*Above Finished Basement Fi 

8'3" 

loor 

T9" 

Invimi im U 

4' 0" 

rti ico \A//~ill 

c 

T A" 

24" 

C + E 

11 

T 9V 4 " 


Run Plus 1-1/8- Nosing 
on Bottom Tread 



















































































Size B Bilco Door 


Height 

2 ' 6 " 


Length 
4'10" . 


tggr Size B Bilco 
Y Stair Stringers 
(2' X 10" Wood 
Treads by Others) 


Size SL 

Door Weight: 200 lbs. 
Stair Stringers: 22 lbs. 


SizeO 

Door Weight: 168 lbs. 
Stair Stringers: 33 lbs. 


Typical Installation Using 
Standard Door and Stair Stringers 


Door Weight: 175 lbs. 
Stair Stringers: 39 lbs. 


Size C Bilco Door 
with 12" Extension 


Height 

1*9" 


Height 

17-1/2' 


Length 

6 ' 0 " > 


Size C 

Door Weight 196 lbs. 
Stair Stringers: 44 lbs. 


Size C with Extension 

Extension Weights: 6" 27 lbs., 
12" 60 lbs. 24" 76 lbs. 

Size E Stringer Extensions: 18 lbs. 


(2'X 10" Wood 
Treads by Others) 


Typical Installation Using 
Door and Stair Stringer Extensions 


^ake it possible to move bulky items - a new furnace, ^J 

*'eeze r buliard table, or piano - into the basement, i®| ^ 

szes are available for all Bilco doors. (Refer to /w - ; 1 % 

sta tables to find the correct stringer size for any ^—mm ,1 

_ : ^ installation is fast and easy. Simply nail the stringers to the areaway sidewalls, using the masonry nails supplied 

"' e wooden treads to the required length from standard 2" x 10" lumber (available from your lumber dealer), slip them into 
'e ; ots in the-stringers, and anchor them in position with the nails provided. 


Bilco keyed entry lock kit 

Offer homebuyers the added value and convenience 
of locking and unlocking their Bilco basement door 
from the outside. A Bilco keyed entry lock saves the 
trip into the basement to lock or unlock the door. The 
lock is designed for installation in less than 30 minutes 
on all Bilco basement doors. 


Select the right size 
door for your application 


The Bilco Company, P.O. Box 1203, New Haverj, Connecticut 06505 Phone (203) 934-6363 

































































